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INTRODUCTION 

The title of this talk includes the term "aerothermodynamics" which may 
be unfamiliar to some of you. I am using the term "aerothermodynamics" to 
signify a combination of basic disciplines including fluid mechanics, aero- 
dynamics, chemical kinetics, heat transfer and thermodynamics. All of these 
pertain to the gas turbine engine. My purpose in this lecture is to present 
arguments in support of more active fundamental research programs involving 
these disciplines as they apply to gas turbine engines. Such research is 
justified as a means of supplanting current empirical design procedures with 
newer and more reliable design methods that incorporate validated computa- 
tional approaches. By elevating the process of design to a higher, scien- 
tific level, expensive, long-term trial and error processes with actual 
hardware will be minimized. From documented aircraft turbine engine 
development experience, it has been observed that anywhere from 10 to 
40 percent of the expense of engine development is tied up in the core tur- 
bine alone, figure 1. Depending on the engine, 30 to 300 million dollars 
can be expended on cooling design changes to the turbine. In addition, 
valuable time is lost in cut-and-try revisions of the components which adds 
to the burden of cost. 

I don't mean to infer that there is no engineering base to the current 
engine design processes. However, there is ample opportunity to enhance 
and upgrade the design process through the introduction of research-derived 
information. Stronger collaboration among industry, universities and 
government could result in such a significant achievement. 

Those of us who have been active in this general area of "aerothermo- 
dynamics" recognize that many of the questions or research topics have been 
identified for a long time. Twenty or thirty years ago, if I appeared here, 
most of these issues I will mention today would have been mentioned then. 
However, several major changes have occurred in the recent decades. 

As I have already mentioned, the cost of developing new engine hardware 
has escalated so sharply that the industry can no longer afford to be satis- 
fied with cut-and-try procedures. There is a strong economic incentive for 
greater design assessment before parts are fabricated. 

The design procedure for the future can be made more sophisticated 
because of two major developments: 

(a) The computer and computational methods are powerful means of model- 
ing physical phenomena. The engineer can transcend the restriction 
of "correlation only." The speed of the computer facilitates itera- 
tive solutions so that parametric design changes can be observed 

"on paper" before the final design judgment is made. 

(b) Major developments in instrumentation techniques and rapid, high- 
capacity systems for recording and processing experimental data. 

In the process of achieving an improved design procedure, it must be 
recognized that there is an orderly evolvement of information and know- 
ledge. If the design process can be thought of as a structure, there are 



building blocks which are necessary for a sound structure, figure 2. The 
foundation has to be scientific understanding — which is the base of all 
engineering knowledge* The next level above the base is "physical model- 
ing." In this step, clever experiments and analyses must be devised which 
represent phenomena assumed to be important. Achieved in this step is an 
evaluation and prioritization of phenomena that warrant further investiga- 
tion. The third level builds on the most promising experiments and analyses 
of the lower level. The necessary ties between the experiments and the 
analyses are strengthened. Models evolve from a rigorous verification 
process of comparison between analyses and selected experiments. 

Before a model can become part of a design procedure, it must undergo 
further scrutiny and testing. The third level involves experiments that 
simulate important effects expected in the real world of the engine. 

However, the simulation may be done at conditions that don’t completely 
represent the real world in scale or thermal conditions, for example. 
Consequently, the next step is to further verify the model at more severe 
conditions: if at all possible at conditions that closely represent the 

real engine. 
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COMBUSTION 

As is vividly portrayed in a schematic, figure 3, the combustor is 
a highly complicated flow and reaction system. Actually it can be con- 
sidered to be made up of several subsystems involving: (a) fuel injection, 
(b) air/fuel reaction and (c) dilution of the combustion products. In 
fundamental ly-oriented research programs, these three are generally studied 
separately. 


, Fuel Injection 

For the fuel injection process, the information of interest is the 
statistical size, density distribution and the velocity of the droplets in 
the injection zone. In recent years, laser optical systems have replaced 
laborious droplet tracking and identification techniques. Systems are 
commerlcally available that make it possible to determine statistical drop- 
let size and estimate spacial density distribution by analyzing the output 
of a laser beam passing through a spray pattern. One approach makes use of 
the Rosin-Rammler equation which was developed for predicting distributions 
of powders. The results must be correlated with the injector geometry, 
pressure drop, property of the liquid fuel and the consideration of inter- 
vening mechanisms such as vaporization. It is highly desirable to put in 
place improved, predictive analytical schemes that characterize the liquid 
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sprays as they enter the combustion zone. New experimental methods such as 
the Dual Beam Light Scattering Interferometer shown in figure 4 hold promise 
of providing more meaningful experimental data to support the analytical 
effort. 


Computational Modeling of Combustion 

There is no more obvious example of how computational fluid mechanics 
has impacted aerothermodynamics than in the modeling of combustion. Many 
highly competent analysts throughout the United States and the world are 
involved in the modeling process. At the University of California, 

Berkeley. Professors Ghoniem, Chorin and Oppenheim have been participating 
in the development of a two-dimensional computer code for turbulent combus- 
tion. This is a joint effort with the Lewis Center and John Marek of the 
Combustion Branch. 

In principle, the method Involves the coupling of the conservation equa- 
tions for fluid mechanics with equations for chemical kinetics. Such a sys- 
tem of equations is non-linear and elliptic in form. The statistical nature 
of the initial and boundary conditions further complicate the analysis. 

Despite these difficulties, this joint effort has been successful in 
developing a computational method. In essence, the computation is carried 
out in two major parts: (a) vortex dynamics and (b) combustion kinetics. 

A random vortex method originally developed by Chorin allows a turbulent 
field to develop as vortex elements in the overall flow. In the combustion 
part, the flame front is advected by the velocity field. The flame front is 
further displaced by the corresponding burning speed of a laminar flame. 

The computational method can be applied to a number of two-dimensional 
geometries. Of particular interest is the backward facing step. Compari- 
sons of visual observations of real combustion in such a geometry have been 
made to computational graphics of the combustion process. The similarities 
in the comparative structure of the turbulence are encouraging. Figure 5 is 
a computed progression of the flame front. Extending such an approach to a 
three-dimensional flow field poses an opportunity and a challenge. As in 
most of the research topics discussed, I have presented one approach. 
Undoubtedly, other approaches are being considered or will be developed. 

The step increase in the capability afforded by Class VI computers is an 
enticement which won't be overlooked in combustion modeling. It poses a 
great opportunity to those skilled in computational fluid mechanics. 

Dilution Zone Mixing 

The proper thermal conditioning of the products of combustion is ac- 
complished by dilution with air. The dilution process influences the aver- 
age temperature level and uniformity of that level as the gases leave the 
combustor. It is desirable for the combustor designer to have some analyti- 
cal tools that enable him to prescribe the location and flow rate of the 
individual dilution jets. 

In its simplest geometry, the dilution process can be portrayed as jets 
penetrating normally into a duct flow. Aerojet Corporation carried out an 
extensive experimental study of this configuration and a correlation for the 
dilution process resulted. Recently, an interactive numerical code was 
developed based on the correlation. It is capable of predicting the dilu- 
tion temperature field at any station downstream of the jet penetration, 
figure 6. Computer graphics enable the temperature profiles to be plotted 
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in three dimensions. While such an approach is useful, it can't be applied 
to situations in which the geometry or conditions differ markedly from the 
experiments which are the source of the correlation. 

Analytical work is also progressing in the development of a three- 
dimensional computational model of dilution which is based on the Navier- 
Stokes equations. The two-equation model of turbulence is applied. Figure 
7 shows velocity and temperature profiles developed at two planar stations 
downstream of the jet. Approximately 70,000 grid points were used and over 
six hours of IBM 370 time were required for each plot. Class VI and VII 
computers will reduce this time by approximately an order of magnitude. 

This is a specific example of complex, three-dimensional flow calcula- 
tions that the growing capability of computers will enable engineers to 
carry out in a routine fashion. 

Combustor Heat Transfer 

The radiation component of heat transfer is a major consideration in 
combustor liner design. Conventional design practice makes use of air 
cooling the combustor liner by convection and film cooling, see figure 3. 
Under consideration are ceramic coatings and transpiration materials for 
the liners. Actual heat transfer measurements, as shown in figure 8, have 
demonstrated that the hydrogen/carbon ratio of the fuel is an important 
Influence on the level of radiation flux. Any reduction in the hydrogen/ 
carbon ratio of the fuel results in significant increases in radiation 
flux. This observation is particularly important because there is a trend 
in fuel refining toward lower hydrogen content because of the condition of 
the crude stocks. Also, the synthetic hydrocarbon fuels of the future made 
from shale or coal will definitely be lower in hydrogen/carbon ratio. 

From this observation, it appears that there is an opportunity to engage 
in research which includes a combination of radiation and convective heat 
transfer in combustion systems. 

Before leaving the topic of combustion, it is important to remark that 
more experimental information about the condition of the gases discharging 
from the combustor is a major research need. As will be pointed out later, 
actual velocity/temperature profiles and turbulence structure are essential 
ingredients in the estimates of turbine heat transfer. Very little quanti- 
tative data on real combustor conditions are available. 

TURBINE AERODYNAMICS 

The turbine appears to be a very simplistic machine. On closer examina- 
tion, it poses many tough engineering problems. Among these listed in fig- 
ure 9, there are a number of very important problems which are a part of 
"fluid mechanics." In general, they can be classified as the ability to 
describe the complex 3D flow field and predict the viscous losses associated 
with these flows. 

Up until recently, the computational methods available for turbine 
applications were limited to pseudo-3D inviscid codes for subsonic flow. 
Known as MERIDL and TSQNIC, these codes enabled computation on the hub-to- 
tip midchannel flow surface and the blade-to-blade stream surfaces, respec- 
tively (see fig. 10). These have been widely adopted by industry and 
adapted to design needs. 

Coming into place today are inviscid 3D codes for turbine flow channels 
which can be run in reasonable computer times. Efforts are underway to 
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verify their predictions by laser anemometry in 3D annular turbine cascades 
as depicted in figure 11. Note that Denton's 3D inviscid code agrees 
closely with the measurements. This 3D code is also being exercised in pre- 
dicting what happens to the combustor exit radial temperature profile as the 
gases procede through the turbine. Early results show a moderate rotation 
of the profile in the rotor. Experimental verification of the profile 
variation is planned at the Lewis Center. 

The researchers who have been rendering this comparison in the cascades 
have succeeded in measuring the third velocity component along the optical 
axis. Generally with the laser anemometer, only the velocity components 
normal to the optical axis are measurable. They incorporated the principles 
of the Fabry-Perot interferometer to enable the optical axis component 
measurement . 

One of the principal difficulties in developing 3D codes for turbines 
has been the grid selection which must be patterned for the high turning and 
convergence of the channels. It should be recognized that although the 
large turbines for aircraft applications are generally axial, smaller tur- 
bines are frequently radial or mixed-flow machines. There is much interest 
in these smaller machines for both civilian and military applications. 

Their Inherent complex geometry and the inclusion of curved ducting and 
scrolls in the installation make the small turbine difficult to analyze. 

An example of a turbine ducting mesh is shown in figure 12. Professor Hamed 
of the University of Cincinnati has been developing a 3D inviscid finite 
element code for turbine scroll inlets, However, the scaling effects may 
make viscous effects more dominant in small turbines. Consequently, it 
appears that 3D viscous codes may be a requirement for the design of small 
turbines. Efforts are underway to develop these codes for turbine applica- 
tion. There are good opportunities today for contributions to analytical or 
computational methods suited to the turbine geometry. 

As a final comment to this section; whenever experiments are designed to 
verify the computational codes, extreme care must be exercised to replicate 
the initial conditions and boundary conditions of the analysis. It is 
highly advisable for the analyst and the experimentalist to agree ahead of 
time on the initial and boundary conditions so that a meaningful verifica- 
tion process will be pursued. 

TURBINE HEAT TRANSFER 
Gas-Side Heat Transfer 

The prediction of the gas side heat transfer on the exterior of turbine 
blades is fraught with several major uncertainities, figure 13. As men- 
tioned in the Combustion section, characterization of the gases entering the 
turbine is a major initial condition requirement for turbine heat transfer 
estimates. 

The stagnation region of the vanes and blades of a turbine are critical 
surfaces to be cooled. As in any cross flow situation which involves a 
cyl 1nder-l ike body, a boundary layer is initiated near the stagnation locus 
and continues its development In the streamwise direction. Although much 
research has been devoted to investigating the fluid mechanics and heat 
transfer of crossflow over a cylinder, several fundamental questions rele- 
vant to turbine heat transfer remain unanswered. One of the principal 
questions is the Influence of the upstream turbulence on the structure and 
growth of the developing boundary layer. A recent study by Professor Robert 
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Mayle of RPI has documented the effect of a small perturbation in velocity 
on the local heat transfer in the stagnation region. His experimental 
approach Involves the mass transfer of napthalene as a measure of heat 
transfer. As indicated on figure 14, a one-percent perturbation in free 
stream velocity caused by an upstream screen grid produced a 10% change in 
local heat transfer (the Sherwood number). 

If relatively small flow disturbances can effect amplified changes in 
stagnation heat transfer, then large upstream disturbances found in the tur- 
bine environment could promote major perturbations in stagnation heat trans- 
fer. This question is being pursued at the Lewis Center in an experimental 
study in which upstream disturbances are being imposed and their effect is 
registered on a carefully Instrumented cylinder downstream, figure 15. 

It Is presumed that the boundary layer develops in the customary fashion 
at the stagnation zone first as a laminar layer and then experiences a 
transition to turbulent early in its development. The coupling between the 
free stream turbulence and boundary layer turbulence remains an unsolved 
question. Furthermore, the mechanism of transition within the boundary 
layer for a turbine environment of large disturbances is not understood. 

At the Lewis Center, a special tunnel is being constructed to simulate 
turbine-like upstream disturbances. The research data from this facility 
should enable the eventual introduction of more adequate transition criteria 
into the STAN 5-boundary layer code. Examples of the limited success with 
some of the existing transition crlterea is shown in figure 16. Assisting in 
this endeavor is the well-recognized talent of Professor Eli Reshotko of 
Case-WRU. The transition problem in turbomachinery is completely different 
from that of external aerodynamics » the topic most frequently addressed in 
the transition literature. The primary difference lies in the magnitude and 
nature of the disturbance that causes the transition. Models of transition 
for quiescent aerodynamic conditions involve linear representation of the 
growth of small disturbances. In the turbine environment, the initial dis- 
turbances are large and their growth appear highly nonlinear. Conceptually, 
the linear growth path is bypassed as the large disturbances cause transi- 
tion. A model for this process Is yet to be developed. 

The flow environment of the turbine is further complicated by the pres- 
ence of wakes caused by struts, guide vanes and blade rows. Such wakes con- 
tribute periodicity or unsteadiness to the flow. Efforts are underway to 
assess the magnitude of the wake effect in a controlled experiment. A low 
speed, rotating wake simulator, shown in figure 17, has been built at Lewis 
for this purpose. Removable cylinders have been arranged in a spoke-like 
configuration on a hub. Downstream, a stationary set of cylinders in radial 
mountings experience the wakes. Two or three of these cylinders are instru- 
mented for local heat transfer measurements. By comparing wakeless flow 
conditions with the case where wakes are present, the influence of wakes on 
the time-averaged heat transfer will be observable. 

Coolant-Side Heat Transfer 

As is evident from an examination of the cross section of any typical 
cooled blade or vane shown in figure 18, the path taken by the coolant is 
highly intricate. Even the portions of the blade that are cooled convec- 
tlvely Involve complex geometric effects. In addition, there are regions 
that depend on other types of cooling such as film and impingement. Con- 
sequently, the varied methods of cooling add to the geometric intricacies to 
yield a highly complex system of internal cooling. It has been customary 
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in design practice to simplify greatly the model of this internal cooling. 
Generally, correlations are applied in a piece-wise fashion to predict 
the cooling effectiveness in appropriate segments of the blade or vane. 
Undoubtedly, this empirical approach contributes significantly to the un- 
certainty in predicting wall temperature. Also, the correlations employed 
were probably developed in idealized test conditions of flow development, 
uniform wall flux or temperature and simple passage geometry. Any one or 
all of these restrictions may be violated to some degree in the actual 
condition so the estimation is a crude approximation on the coolant side of 
the blade. 

Impingement cooling . - It is apparent that there needs to be an effort 
directed at developing more sophisticated means for calculating the coolant- 
side heat transfer. Experiments have been devised to simulate the entrance 
effects and hairpin bends of the cooling passages. Over the past five 
years, there has been a major effort at Arizona State University to study 
impingement cooling. Cross flow and geometric patterns of the impingement 
jets have been investigated in flat plate configuration as shown in figure 
19. Even in the simplest geometries that can be devised, the phenomena are 
complex. The experimental results have been reported parametrically in 
correlations. It does seem possible that computational methods could be 
applied to formulate predictions in a somewhat analagous fashion to the 
dilution jet mixing anlysis mentioned in the combustion section of this 
presentation. If you recall the description of the interactive numerical 
code for dilution jets penetrating normally into a duct flow, Holdeman et al 
have extended a correlation into a multi-dimensional numerical model. Such 
an approach may be feasible in impingement cooling also. In addition to 
opportunities for analytical modeling, considerable experimental investiga- 
tion remains open. For example, the effects of curvature and real tempera- 
ture ratios warrant experimental study. More complex situations in which 
impingement and film cooling are coupled offer the experimentalist a great 
challenge. 

F i 1m cooling . - A discussion of film cooling alone could occupy the 
entire time al located to this talk. There is extensive literature on the 
subject of film cooling. Since the 50's, studies have been made with slots, 
discrete holes arid multiple holes for the admission of the coolant. Most of 
the work appears in the form of correlated data. It is often difficult to 
perform comparisons among the various data sources because of subtle differ- 
ences in the test apparatuses which influence the free stream turbulence and 
the flow conditions of the coolant. Some on-going work at Lewis has shown 
that film cooling effectiveness is sensitive to the geometry and flow his- 
tory of the coolant before it mixes with the free stream. 

At this conference, we will hear a report about a research program at 
Stanford which examines the effect of wall curvature on film cooling. This 
report will illustrate a numerical approach in dealing with the experimental 
results from a carefully constructed experiment. Before the film cooling 
phase of the experiment was initiated, a thorough investigation of the 
boundary layer behavior of the free stream was completed. On a convex sur- 
face, the thermal boundary layer experiences a significant Stanton number 
reduction during the curvature. Then there is an asymptotic recovery level 
that is observed on a flat surface downstream of the curvature. Initial 
conditions upstream of the curvature have negligible effect on the asymp- 
totic level downstream of the curvature. The curvature appears to washout 
any of the upstream differences. 
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As a result of the curvature effect studies, the flat plate turbulent 
boundary layer code known as STAN 5 has been modified to Include a curvature 
model. This modified prediction code has been compared to a we 11 -recognized 
set of experimental heat transfer data for an airfoil in figure 20. It 
should be noted that the predictive code does a satisfactory job of esti- 
mating the heat transfer over the convex surface of a blade. 

In the process of publication at the Lewis Center is an awlysis of the 
film cooling mixing process which includes the downstream edge of the cool- 
ant hole, the separated region and reattachment zone. Mixing length distri- 
butions were inferred from hot wire measurements of a flat plate film 
cooling experiment. 

In film cooling research, there is ample opportunity for the development 
of more powerful analytical descriptions of the phenomena which takes into 
account multi-dimensional effects of real geometries. Film cooling promises 
to be one of the more important cooling schemes in future applications. 

Rotational Effects 

The prediction of the internal cooling heat transfer rates in a turbine 
rotor requires comprehension of the effects of rotation. Typical rotational 
speeds of aircraft turbines are of the order of 17,000 rpm and the centrifu- 
gal forces are 75,000 g's. I don't know of any heat transfer experiments 
that have simulated those levels. Some analyses have been performed on 
channels rotating about an axis perpendicular to the length dimension of the 
channel. 

Some differences in heat transfer were noted between the leading and 
trailing walls of the duct, which was confirmed experimentally. The direc- 
tion of the coolant flow radially outward or radially inward is also 
influential. Some work by W.D„ Morris of Great Britain has shown that 
centrifugal effects enhance the convective heat transfer for radially inward 
flow while the opposite effect occurs in radially outward flow. His results 
for the radially inward case are shown in figure 21. 

The effects of rotation will have to be included in the computation of 
the gaseous flow external to the blades in the turbine rotor. At such high 
"g" levels, the secondary flows will be influenced by the centripetal and 
coriolis forces. 


CONCLUDING REMARKS 

I have highlighted several research areas in aerothermodynamics that 
are Important and challenging. There are great opportunities for clever 
research approaches in both analytical and experimental endeavors. In gen- 
eral, what is desired is a sophisticated, but user-friendly analytical 
approach which has been verified experimentally. 

In summary, the specific problems or research areas are as follows: 

In Combustion they are - 

1. Characterization of the properties of sprays entering the combustion 
zone. 

2. Computational modeling of combustion turbulence and experimental 
verification of the structure. 

3. Three-dimensional computational descriptions of the dilution process 
and the resulting temperature profiles. 

A. A comprehensive heat transfer and fluid mechanics model of the com- 
bustor 1 iner . 
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For the above items, carefully designed experiments need to be executed to 
verify or qualify the analytical approaches that result from the programs. 

In the Tur bine research areas, they are - 

1. Three^cHmensional viscid and inviscid computational codes for the 
high-turning blade rows and complex flow channels in turbine sys- 
tems. Such codes must be verified in carefully executed experi- 
ments. Coordination between the experimentalist and analyst is an 
absolute necessity, 

?., Characterization of the turbulence structure of the combustion gases 
entering the turbine stages. 

3. An improved model of the heat transfer mechanism in the stagnation 
region that includes the effects of upstream disturbances, blade 
wakes and unsteady flow. 

4. A inode! of boundary layer laminar turbulent transition that pertains 
to the highly disturbed flow environment of the turbine. 

5. The practice of piece-meal application of cooling correlations in the 
cooling-side design of turbine blades should be upgraded into a more 
interactive computational method. There is need of further experi- 
mentation which simulates the entrance-like conditions and sharp 
turning of the cooling passages and examines the interaction of im- 
pingement, film and convective cooling schemes. 

6. More comprehensive descriptions of film cooling processes which con- 
sider multi-dimensional, geometric effects that pose challenges to 
the analyst. As mentioned in the previous paragraph, the interaction 
of several cooling schemes complicates the analytical model of any 
one of them. In particular, expended impingement cooling air is 
often used in film cooling, so the models for these cooling schemes 
must be intimately connected in such a case. Other complicating 
geometric effects include wall curvature and the spacing distribution 
of the cooling holes. These requirements can be summed up as a 
three-dimensional portrayal of the film cooling process for multiple 
cool ing holes. 

Returning to a viewgraph used at the beginning of this talk, I suggested 
that there is a structure of engineering information that ranges from basic 
science to commercial design. The flow of knowledge from the basic to the 
commercially-applied stage doesn't always occur naturally. "Free convec- 
tion" can't be relied upon to induce the transfer of information to com- 
mercial practice. 

Those of us In the engineering profession are witnessing a dramatic 
revolution in the way engineering is practiced. The practice is transition- 
ing from information based upon handbook guides, simplistic correlations, 
extrapolations and Intuition to elaborate, extensive sets of Information 
that are stored in computer files and are readily available in tabular or 
graphical form. In graphics, the computer-aided design process is revolu- 
tionizing engineering drafting. 

As one who was trained in the old engineering school, I have feelings of 
being left out when I see the capabilities that recent graduates have at 
their finger tips in terms of their familiarity with computer software and 
hardware. This new capability makes a sound background in basic sciences 
even more essential for engineers. 

The proper encouragement and support of this upward flow of engineering 
information to design practice is a charge that each of us here must 
assume. Those of you representing the university community have a unique 
role because you are preparing the engineer of the future to operate in this 
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new environment. Certainly, he or she who becomes the engineering manager 
of the future in industry will insist on the use of the vast resources of 
engineering information available from computer systems. Those of you who 
currently hold managerial responsibility have the opportunity and obligation 
to influence corporate policy toward longer-range planning and the inclusion 
of research as an essential overhead item. 

I see those of us in government research developing centers of excell- 
ence in the basic scientific and engineering disciplines which will serve 
as national resources. Perhaps, the most important commitment we must 
assume is to cultivate the communication links and mutual support among the 
national laboratories, the universities and industry. 

As a key element in the communication link, the government laboratories 
should provide the large facilities necessary to validate codes that are 
destined for commercial use. While we advocate the development of computa- 
tional methods for fluid flow, heat transfer and combustion, we must insist 
that such codes be exercised against experimental conditions that simulate 
as closely as possible the operational conditions of future engine designs. 

Even the most sophisticated cooes contain empiricisms and assumptions 
regarding basic physical processes. Consequently, experimental verification 
is essential to check the physics of the analysis. 

Under final checkout at Lewis is a turbine and combustor facility that 
is designed for verification research, figure 22. The turbine and combustor 
legs are independent and incorpor^t?. special instrumentation for detailed 
measurement. Professor Moffat, Chairman of the Thermosciences Division of 
Stanford University, is serving on an industry-university advisory committee 
to recommend the future research use of this facility. The operation of 
this committee is a good example of cooperation among universities, industry 
and government. If such a triumvirate can function effectively, the even 
flow of engineering knowledge from basic science to commercial practice 
would be assured. Certainly, in one of the channels of mobility identified 
as "aerothermodynamics," there are great opportunities for advancement. 
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Figure 2. - Structure of design code evolution. 
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figure J. - Combustor (low phenomena. 



Figure 4. - DSI experiment configuration fuel nozzle spray characterization two- 
color two-component measurements. 
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figure b. - Modeling interlace motion of combustion reynolds number 10 000 (MIMOCI. 


Figure 6. • Dilution jet mixing (S/H ■ 0. 5, J ■ 321. 
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Figure 7. - Three dimensional dilution jet calculation. 
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Figure 8. - Effect of fuel type on flame radiation. 
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Figure 9. - Turbine aerodynamics R&T. 



Figure 10. - Two-dimensional analysis surfaces in a turbomachine. 
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Figure 12. - Computational mesh for AGT101 turbine Inlet 
duct. 



Figure 13. - Turbine blade row flow phenomena. 
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Figure 14. - New insight into stagnation 
region heat transfer enhancement by 
small disturbances. Correlation ot 
mass transfer, mean velocity and mesh 
si/e. Sherwood number is mass 
transfer equivalent ot Nusselt number. 



Figure 15. - Upstream turbulence effects tunnel. 
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Figure 16.- Comparison of analytical and measured 
wall temperatures. 




Figure 17, - Heat transfer In rotor waxes. 
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Figure 18. - Internal cooling. 
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Figure 19. - Impingement cooling heat transfer with realistic gas turbine type crossflow conditions, (ASU). 
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Figure 20, - Longitudinal curvature effect on 
turbulent boundary layer calculations; heat 
transfer coefficient vs surface distance from 
stagnation point; STANS calculation with 
and without Stanford Curvature model com- 
pared to data (Lander, 1969, airfoil 2, suction 
surface, Re - 4,87x10 s , Tu » 18%), 



Figure 21. - Experimentally determined mean Nusselt numbers 
for a tube rotating about its lonqitudinal axis for radially inward 
flow. (Rotational speed » 1000 rpm, Nusselt numbers normalized 
to non-rotating values), 
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figure 22 . - Advanced turbine and combustor research facility tHPfi, 


